To:  Spence,  Sandra[Spence. Sandra@epa.gov] 

Cc:  Wall,  Tom[Wall. Tom@epa.gov];  Garcia,  Bert[Garcia. Bert@epa.gov] 

From:  Gilinsky,  Ellen 

Sent:  Tue  8/11/2015  7:11:30  PM 

Subject:  Re:  Gold  King  Mine  Incident  Update 

Thx  so  much 
Sent  from  my  iPhone 

On  Aug  11,  2015,  at  2:00  PM,  Spence,  Sandra  <Spence.Sandra@,epa.gov>  wrote: 


Hi  Ellen  and  Tom,  This  is  the  update  from  our  emergency  response  folks  from  last 
evening.  1 will  include  you  both  in  an  further  updates  that  I receive. 


Regards, 

Sandie 


Sandra  Spence 

Chief,  Water  Quality  Unit 

Ecosystems  Protection  Program 

US  EPA  Region  8 

1595  Wynkoop,  Denver,  CO 

Mailcode  8-EPR-EP 

Office  303-312-6947 

Cell  303-870-7095 
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From;  Cristiano,  Gina 

Sent:  Monday,  August  10,  2015  7:54  PM 

To:  R8  All  Employee 

Subject:  Gold  King  Mine  Incident  Update 


On  behalf  of  Shaun  and  Deb,  I am  sending  out  the  8/10  Gold  King  Mine  incident  update 
(attached),  for  your  information.  Please  direct  any  questions  you  have  to  the  EOC  or  your 
ARA,  who  can  help  direct  you  to  the  right  person/department  for  answers. 


Regards,  Gina 


Gina  Cristiano 

Emergency  Response  & Planning  Coordinator 

EPA  Region  8 

303-312-6688 
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